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Description 


Crazy psychology doctor who never read the bible says God is abusive and punishes disobedience. So what 
does the verse really say? 


#EricSprankle #VirginMary #MeToo #Bible #Catholic 
Documentation 


May God have mercy on his soul: https://www.theblaze.com/news/professor-says-virgin-mary-didnt-give- 
consent-to-being-impregnated-with-baby-jesus 


Archive: https://archive.is/y4tKn 
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